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12.  Rebecca 

wife  of  James  Young 
died 

June  5,  1865 

IE  64  y's  6  mo  Sc  29  d's 

Blessed  are  the  dead  which  die  in  the  Lord 

Note  by  SRP :  The  tombstone  of  Rebecca  Young  is  in  excellent 
condition . 


13.  Charlotte  M. 

dau.  of  James  Sc  Rebecca  Young 
died  May  8,  1850 
IE  19  y '  s  8  m 

Friend  nor  physician  could  not  save, 

This  mortal  body  from  the  grave 
Nor  can  the  grave  retain  it  here 
When  Christ  our  Savior  doth  appear. 

14.  James  Young 
died 

Aug.  7,  1851 

IE  31  y's  lmSc5  d's 

Note  by  SRP:  James  Young  is  perhaps  the  oldest  son  of 
William  Young  (see  following  page) 

Two  small  stones,  one  marked  "P.  T.M,  the  other 
marked  "?  R.”  are  located  near  the  James  Young 
stone. 


